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SDC. This submersible decompression chamber is a steel sphere, over 6 ft. In diameter, which 4 divers can enter through a bottom hatch. Inside they can make notes or contact the surface crew by telephone during the long periods needed for decompression.
METAL DETECTOR. Based on mine-detector principle, this apparatus indicates presence of metal by a sound in the operator's earphones or on a dial near the handles. Used to find Roman wreck off Turkish coast and in archaeological search off Cyprus. (See also photo above).
TOWVANE. Steel observation capsule towed behind a trawler. Pilot has a 360° view through a plexiglass window and can control the capsule by operating side fins or vanes. Has been used down to depths of 300 ft. Useful for searching in clear water over a flat seabed.
TELEPHONE BOOTH. Plexiglass hemisphere, 4 ft. in diameter, into which fresh air is pumped from the surface. Four divers can stand inside, dry from the chest up, and talk to each other or to the surface crew. Also provides an emergency air supply. (See also photo above).